From:  R6-Bridgeline-j  /Conf-Bridge-Ln/R6-Res 

Location:  R6-BridgeiinefVo„;,;P;„r»,To„',™co;;'"ponf-Bridge-Ln/R6-Res 

Importance:  Normal 

Subject:  Accepted  All:  Morning  Water  Ops  Call  (Gold  King  Mine  Spill) 

Start  Date/Time:  Tue  8/11/2015  1:45:00  PM 

End  Date/Time:  Tue  8/11/2015  2:45:00  PM 

Your  request  was  accepted. 

Your  request  was  accepted  through  8/14/2015. 

All  times  listed  are  in  the  following  time  zone:  (UTC-06:00)  Central  Time  (US  & Canada) 

Sent  by  Microsoft  Exchange  Server  2016 


4003244 


ED  000552F  00009346-00001 


